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No. 14009 / B (SA ) Deputation .-- The Governor of Haryana was pleased to place the service 
Shri Sunder Dass , Deputy Superintendent of Police at the disposal of Haryana State Electricity Board , for 
appointment as Assistant Vigilance Officer, with effect from the forenoon of 16th August, 1974 . 

The 28th August , 1974 
No. 14164 / B (SA ) 

-Leave .-- The Governor Haryana was pleased to grant 17 days earned leave 
from 17th July, 1974 to 2nd August, 1974 (both days inclusive) with permission 10 aft ix 3rd August, 
1974 and 4th August, 

1974 being Gazetted holidays to Shri Dilbag Singh , officiating Superintendent 
of Police , under rule 8.116 of Civil Services Rules, Volume 1, Pan I. 

Had he not proceeded on leave , he would have continued to officiate as Superintendent of 
Police in the State . 

On the expiry of his leave. he assumed the charge of his duties on the same post carriying : 
same pay and allowances on the forcnoon of 5th August , 1974 . 

K. R. SINGH , Joint Secy. 


REHABILITATION DEPARTMENT 


The 23rd August , 1974 
NO 11529 -A . _In pursuancts of the provision of sub -section (2 ) of section 56 of the Punjab 
Municipal Act, 1911. The Governor of Haryana is pleased to resume the open space specified in the 
schedle below . 


SCHEDULE 


Model TOPO Rohtak , 
Descripiion of Open Space 


Location 


Area 


- 


4651 Sq. yards 


One trangular open space adjacent to 

House No. 204 LR and 122 LR , 
Model Town Rohtak 


. 


(Sd .) 
Under Secrctary to Government, Haryana , 

Rchabilitation Department. 

CORRIGENDUM 
in the Haryana Government Gazette, dated 16th July, 1974 , Part 1, Page 846, notification 
No. DOL /HR /74 /2896 , dated 8th July , 1974 at Serial No. 4 , read as under : 
Read 

for 


4. Mrs. Goel . 

W / o Shri L.M.Goel, I.A.S., 
Secretary to Governor , Haryana , 

Chandigarh 


4. Mrs. Goel, 

W /o Shri L. M.Goel, J.A.S. 
Secretary to Government, Haryana , 

Chandigarh . 


LABOUR DEPARTMENT 


The 22nd August, 1974 


No. 7218-4 Lah- 74/ 27495.- In persuance of the provisions of section 17 of the indusirial Disputes 
Act, 1949 (Act No. XIV of 1947 ,the opererer of Haryana is pleased to publish the following award of the 
chic workmen and themanagement of M /S Nav Bharat Textiles, Ba hadurgarh (Rohtak ). 
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BEFORE SHRI J. D. MEHTA , ARBITRATOR AND DEPUTY LABOUR COMMISSIONER , 

HARYANA . CHANDIGARH . 


In the matter of Industrial Dispute between the Management of M /s . Nay Bharat Textiles, 
Bahadurgarh (Rohtak ) and their workmen through Bahadurgarh Polteries and General Labour 
Union , Bahadurgarh . 


Present : 


Representing Employer :- 1. Sh . Rajinder Prasad , Partner of M /s. Nay 

Bharat Textiles, Bahadurgarh . 
Representing Workmen :: 1. Sh . Chander Singh, General Secretary . 


2. Sh . Rajinder Singh Dalya , President. 


AWARD 


I was appointed as Arbitrator under section 10.1 of the Industrial Disputes Act , 1947 , 
- Vide Haryana Government Notification No. ID / RK / 74/241-72.5659-63 , dated the 6th March , 1974 to 
arbitrate in the dispute ,-vide demand Notice. dated the 7th November, 1973 containing 10 demands. 

The usual notices were issued to the parties. The workmen representative filed their authorisation 
letter as well as written statement. The management representative 

management representative offered to negotiate mutually 
which was accepted by the workmco representat: ve . Both the parties appeared on 27th July , 1974 
Cand made a statement that they have arrived at an amicable settlement. Their statements have been 
recorded and they revcaled the terms of settlement as under : 


Demands 1 and 2 . 

Interim relief of Rs. 10 /- has already been given to all those workers , who 
were on roll of the company on Ist March , 1974 with effect from 1st 
March , 1974. This quantum of Rs, 10 /- will now be continued . As such , the 
Union has agreed to drop demand Nos. 1 and 2 . 


Demand No. 3 

Tlic enployers agree to confirm all th . Wsiker ; wh > 
of service in one calendar year . 


cisme 


240 days 


Demand No. 4 . 


The union withdraws this demand of D. A. in view of the Settlemint , --wide 
demand Nos. 1 and 2 . 


Dmd No. 5 . 


The Model Standing Onders as adonted by the State Government of Haryana 
would also be adopted with some modification for the employees of the company . 
The draft would be sent for certification within onc month . 


Demand No. 6 . 


It is agreed that leave / holidays will be allowed as under : 


(1 ) Privilege : -- As per provision of the Factory s Act. 
( 2 ) Casual Leave :- 7 days in a year. 
( 3) National/Festival Holidays :-- 

(1) 26th January 
( ii) 15th August National 
( iii) 2nd October 
(iv ) Holi 
( V ) Diwali 

2 . 
( vi) Janmastami 1 . Festival, 
( vii ) Dashchra 

1 . 
( viii) Ganga Ashnan 1 . 


it 
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The Festival Holidays can be changed as mutually agreed upon keeping the total number as 6. 
maximum. 


Demand Nos. 7,8 and 9 

The union agrees to withdraw these demands, 


- 


Demand No. 10 . 


Since the Establishment has not completed in fancy period as laid down in the section 16 
of the payment of Bonus Act , 1965 , and is running under losses , the damand has 
been given up for the present . 


In view of the mutual.settlemont , it is not necessary to go into the matter of the case and I 
give my award . in the terms of settlement referred above . 


J. D. MEHTA, 


Arbitrator and 
Dy. Labour Commissioner , Haryana , 

Chandigarh . 


Endorsement No. 28928, dated Chandigarh, the 7th August , 1974 
Forwa -ded (four copies ) to the Secretary to Government, Haryana, Labour and Employment 
Departments , Chandigarh , as required under section 15 of the Industrial Disputes Act , 1947. 


J.D. MEHTA, 


Arbitrator and 
Dy. Labour Commissioner , Haryana , 

Chandigarh . 


S. N. BHANOT. 


Commissioner and Secretary to Government , Haryana , 


राजस्व विभाग 


युद्ध जागीर 


शुद्धि पत्र 


दिनांक 26- अयस्त , 1974 


क्रमांक 1786-ज (II)-74/28233 .--- हरियाणा सरकार , राजस्व विभाग की युद्ध जागीर अधिसूचना क्रमांक 5 05 
ज ( II ) -74/19514, दिनांक 13 जून, 1974 जो कि 18 जून , 197.4 के राजपत्र में प्रकाशित हुई है , में “ गांव व पता " 
के कालम में क्रमांक 2 के नीचे मुद्रित हुए शन्द “ पुरखारपुर " की जगह "पुखारपुर " पढ़ा जाए । 

दिनांक 27/28 अगस्त , 1974 
क्रमांक 1863 -ज (II )-74/28 487.- हरियाणा सरकार , गजस्व विभाग की युद्ध जागीर अधिसूचना क्रमांक 
720-1 ( II)-74/19808, दिनांक 15 जून , 1974 जो कि 25 जून , 1974 के राजपत्र में प्रकाशित हुई है, में पहली 
लाईन में मुद्रित हुए शब्द "रयाणा " की जगह " हरियाणा " तथा बोथी लाईन में अन्द " मनसार की जगह " अनुसार 
पढ़ा जाए । 

दिनांक 28/29 अगस्त , 1874 
. 

क्रमांक 183 8-अ( II) -74 / 28682.- हरियाणा सरकार , राजस्व विभाग को युद्ध जांगीर अधिसूचना क्रमांक 433 
ज (I ) -74/21543, दिनांक 2 जुलाई , 1974 में जागीर पाने वाले का नाम के कालम में क्रम संपा. 4 में मद्रित हुए 
शब्द " छो धुपन सिंह, श्री पुत्र श्री छोटू राम " की जगह " श्री धूपन सिंह पुत्र श्री छोटू राम " पढ़ा जाए । 


